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Subsequent Pages contain the 
Figures. 
For each figure: 
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* PowerPoint Shape 
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The pages, as digitized, 
included hand drawn marks, 
that have been converted to 

code points. 
Symbol Latex CodePoint 
U \cup 8746 


n \cap 8745 
# \ne 8800 
2 \geq 8805 
< \leq 8804 
= \Equal 61 


\approx 8776 


http://archive.org/details/theoryofasynchro66mull 
The JPG images were subsequently PDF-ed, OCR-ed, 
and edited to match the text and layout by: Gary Delp 
- Delivered to the Internet Archive: 11 May 2020 - 
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